PLYMOUTH  THEATRE 


WILLIAM  A.  BRADY 

PRESENTS 


A NEW  AMERICAN  PLAY 

The  Man  Who  Came  Back 


By  JULES  ECKERT  GOODMAN 

From  the  Story  of  the  Same  Name  by  John  Fleming  Wilson 

Play  Staged  by  John  Cromwell 
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Allen  Atwell 
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I Inez  Hall 
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Daisy  White 
May  Thompson 


SYNOPSIS 

First  Episode 

Breakfast  Room  in  Home  of  Thomas  Potter,  New  York  City 
"The  distance  from  New  York  to  San  Francisco  is  3,170  miles” 
(Intermission  five  minutes) 

Second  Episode 

Balcony  of  The  Breakers,  San  Francisco.  Six  months  later 
"The  distance  from  San  Francisco  to  Shanghai  is  6,560  miles” 
(Intermission  eight  minutes) 

Third  Episode 

Sam  Shew  Sing’s  Opium  Joint,  near  Shanghai.  Five  months  later 
“ The  distance  from  Shanghai  to  Honolulu  is  4,360  miles” 
(Intermission  eight  minutes) 

Fourth  Episode 

Henry  Potter’s  Pinery,  near  Honolulu.  One  year  later 
“ The  distance  from  Honolulu  to  New  York  is  5,370  miles” 
(Intermission  six  minutes) 

Fifth  Episode 

Same  as  First  Episode.  Seven  months  later. 


Musical  Effect  by  Thomas  A.  Edison’s  New  Musical  Instrument 
By  Courtesy  of  Edison  Shop 


STAFF  FOR  WILLIAM  A.  BPADY 


A1  Dolson Business  Manager  and  Press  Representative 

Thomas  Magrane Stage  Manager 


ATLANTIC  BIXTINC  COMPANY,  »1  SOUTH  STREET 


EXIT  PLAN 


